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List of: 


Harry Bletzacker - consultant engineer 


Edward Parley Cliff - Supt. in charge of 
original installation (electrocuted 


in Midway) P 
William Eaton Horner III - Supt. 
Lorenzo Attewall Wootton - Supt. GAried IIZF ~ 


Ray Wright - Supt. 
Ray Farrell - Supt. 


Other helpers at Riverdale Plant: 


Lynn Crook 

Patmer Witt 

Frank Witt 

Raymond ("Bob") Davis - helper. 
John ("Jack") Averett. 
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